Detail Call For Service Report 


Login ID: 1476 Print Date/Time: 01/15/2015 14:29 


From CFS: 

To CFS: 

Layer: All 

367 

367 

From Date: 01/15/2015 13:29 

To Date: 01/15/201513:29 

Areas: All 

CFS Type: 
Agency Type: 

All 

CFS Number: 

367 

Call Date/Time: 01/15/2015 13:29:16 

Primary Incident: 

2015-00000617 

Location: 

21 ST ST / NEVIN AVE Richmond, CA - CALIFORNIA 94801 , Richmond 

Dispatch Time: 

01/15/201513:30:41 

Additnl Loc Info: 



Arrive Time: 

01/15/2015 13:36:21 

Common Name: 



Clear Date/Time: 


Phone: 


Nature Of Call: 

Created By: 

ROCHA, VICTOR 

Call Type: 

MEDIC 

Report Required: No 

Canceled: 

No 

Status: 

In Progress 

Priority: 1 

Source: 

Telephone 

Police ORI: 

CA0071000 

EMS ORI: 

Fire ORI: 

CA07095 

Person Information 





Name Person Address Phone Race Sex DOB Age SSN 

Type 

CALLER <UNKNOWN>, , 

Narrative, Questionnaire Responses, TDD Text 
Create Time Created By Narrative 

j 01/15/2015 13:29:47 ROCHA, VICTOR GSWVIC-29B4 

01/15/2015 13:30:11 ROCHA, VICTOR CLEAR TO ENTER 

01/15/2015 13:30:53 ROCHA, VICTOR SHOTS FIRED AT 1924 NEVIN AVE AT 13:28:44 01/15/2015: 2 ROUNDS;SHOTSPOTTER 

FLEX ID 109611. (37.93664046,-122.350647619) 

01/15/2015 13:32:18 JONES, JENNIFER PER E67..START AIR AMBULANCE 

01/15/2015 13:32:42 JONES, JENNIFER LANDING ZONE KAISER 

01/15/201513:33:22 JONES, JENNIFER REACH 7 51 MINS ETA 

01/15/2015 13:34:50 ROCHA, VICTOR PARK AT 21ST/NEVIN WALK IN 

01/15/201513:34:53 JONES, JENNIFER PARKING LOT 2400 NEVIN NEW LANDING ZONE 

01/15/201513:39:41 NORTON, DEANA REACH IS CANCELLED - ETA WAS 1430 

01/15/2015 13:40:12 JONES, JENNIFER GROUND TRANSPORT 

01/15/2015 13:42:17 JONES, JENNIFER GROUND TRANSPORT TO HIGHLAND 

Dispositions 


Disposition 

Disposition Count 

‘RTF - Report To Follow 

1 

Associated Areas 



Area Type Code Description 

Quadrant 67 B 

Station 

Beat 4 

District 

Police ORI CA0071000 

EMS ORI 

Fire ORI CA07095 
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Detail Call For Service Report 


Login ID: 1476 Print Date/Time: 01/15/2015 14:29 


From CFS: 

To CFS: 

Layer: All 

367 

367 

From Date: 01/15/2015 13:29 

To Date: 01/15/2015 13:29 

Areas: All 

CFS Type: 
Agency Type: 

All 

CFS Number: 

367 

Call Date/Time: 01/15/2015 13:29:16 

Primary Incident: 

2015-00000617 


Incident Number(s) _______ 

Incident Number OR1 Number Primary Unit Department Name Agency Type 

2015-00000617 CA07095 Yes Richmond Fire Department Fire 

Unit(s) 

Unit Primary Unit 

B64 No 

E67 Yes 

Call Log 


Log Date/Time 

Entered By 

Action 

Description 

Oi/15/2015 13:29:16 

ROCHA, VICTOR 

Call Created 

New call created, Call Type: NEW, Location:, Phone Number:, Name: 

01/15/2015 13:29:16 

ROCHA; VICTOR 

Person Added 

Name: 

01/15/2015 13:29:18 

ROCHA, VICTOR 

Call Type 

NewCallType: MEDIC, Status: In Progress, Priority: 1 

01/15/201513:29:18 

ROCHA, VICTOR 

Call Updated 

Dispositions Changed 

01/15/201513:29:28 

ROCHA, VICTOR 

Location 

Location: 21 ST ST / NEVIN AVE, Venue: Richmond 

01/15/2015 13:29:28 

ROCHA, VICTOR 

Reset Alarm Level 

Fire Alarm Level Reset 

01/15/2015 13:29:4/ 

ROCHA, VICTOR 

Narrative Added 

GSW VIC - 29 B 4 

01/15/2015 13:30:11 

ROCHA, VICTOR 

Narrative Added 

CLEAR TO ENTER 

01/15/2015 13:30:18 


Call Timer Expired 

Cal! Timer Expired 

01/15/201513:30:40 

JONES, JENNIFER 

Unit Recommendation 

Recommended Run Card Unit(s): E67. 

01/15/2015 13:30:40 

genex - genex 

AMR Update 

AMR Service Request Acknowledgement - Service Provider has received 
the request and commenced the process of dispatching the requested unit 
for Provider Incident ID # 9306094. 

01/15/2015 13:30:41 

JONES, JENNIFER 

incident Created 

Added incident Number, ORI: CA07095 , Number: 2015-00000617 

01/15/2015 13:30:41 

JONES, JENNIFER 

Unit Status Action 

Unit E67 Dispatched 

01/15/201513:30:53 

ROCHA, VICTOR 

Narrative Added 

SHOTS FIRED AT 1924 NEVIN AVE AT 13:28:44 01/15/2015: 2 
ROUNDS;SHOTSPOTTER FLEX ID 109611. (37.93664046,- 
122.350647619) 

01/15/2015 13:31:13 

genex - genex 

AMR Update 

AMR Unit Status Change - Unit Status has changed to Dl. 

01/15/2015 13:31:19 

genex - genex 

AMR Update 

AMR Unit Status Change - Unit Status has changed to RG. 

01/15/2015 13:31:25 

genex - genex 

AMR Update 

AMR Unit Status Change - Unit Status has changed to Dl. 

01/15/2015 13:31:26 

genex-genex 

AMR Update 

AMR Unit Status Change - Unit Status has changed to RG. 

01/15/201513:31:30 

JONES, JENNIFER 

Unit Status Action 

Unit E67 Enroute 

01/15/2015 1 3:32:11 

genex-genex 

AMR Update 

AMR Unit Status Change - Unit Status has changed to Dl. 

01/15/2015 13:32:17 

genex - genex 

AMR Update 

AMR Unit Status Change - Unit Status has changed to RG. 

01/15/2015 13:32:18 

JONES, JENNIFER 

Narrative Added 

PER E67..START AIR AMBULANCE 

01/15/2015 13:32:42 

JONES, JENNIFER 

Narrative Added 

LANDING ZONE KAISER 

01/15/2015 13:33:22 

JONES, JENNIFER 

Narrative Added 

REACH 7 51 MINS ETA 

01/15/201513:33:50 

JONES, JENNIFER 

Unit Status Action 

Unit B64 Enroute 

01/15/2015 13:34:00 

JONES, JENNIFER 

Unit Status Action 

;KAISER 

01/15/2015 13:34:50 

ROCHA, VICTOR 

Narrative Added 

PARK AT 21ST/NEVIN WALK IN 

01/15/201513:34:53 

JONES, JENNIFER 

Narrative Added 

PARKING LOT 2400 NEVIN NEW LANDING ZONE 


Radio Number Personnel 

B64 

E67 
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Detail Call For Service Report 


From CFS: 

To CFS: 
Layer: All 
CFS Number: 


Login ID: 1476 


Print Date/Time: 01/15/2015 14:29 


367 From Date: 01/15/2015 13:29 

367 To Date: 01/15/2015 13:29 

Areas: All 

367 Call Date/Time: 01/15/2015 13:29:16 


CFS Type: All 

Agency Type: 


Primary Incident: 2015-00000617 


Call Log 


Log Date/Time 

Entered By 

Action 

01/15/2015 13:35:11 

JONES, JENNIFER 

Unit Status Action 

01/15/2015 13:35:56 

genex - genex 

AMR Update 

01/15/2015 13:36:02 

genex - genex 

AMR Update 

01/15/2015 13:36:21 

JONES, JENNIFER 

Unit Status Action 

01/15/2015 13:37:51 

genex - genex 

AMR Update 

01/15/201513:39:41 

NORTON, DEANA 

Narrative Added 

01/15/201513:40:12 

JONES, JENNIFER 

Narrative Added 

01/15/201513:40:34 

JONES, JENNIFER 

Unit Status Action 

01/15/2015 13:42:17 

JONES, JENNIFER 

Narrative Added 

01/15/201513:47:41 

genex - genex 

AMR Update 

01/15/201513:51:25 

JONES, JENNIFER 

Unit Status Action 

01/15/201513:52:48 

genex - genex 

AMR Update 

01/15/2015 14:02:28 

genex - genex 

AMR Update 

01/15/2015 14:02:37 

genex - genex 

AMR Update 

01/15/201514:10:57 

JONES, JENNIFER 

Unit Status Action 


Description 

;2400 NEVIN 

AMR Unit Status Change - Unit Status has changed to OS. 

AMR Unit Status Change - Unit Status has changed to OS. 

Unit E67 On Scene 

AMR Unit Status Change - Unit Status has changed to OS. 

REACH IS CANCELLED - ETA WAS 1430 
GROUND TRANSPORT 
Unit B64 cleared from call 
GROUND TRANSPORT TO HIGHLAND 

AMR Unit Status Change - Unit Status has changed to TR11010846 
Unit B64 On Scene 

AMR Unit.Status Change - Unit Status has changed to AA. 

AMR Unit Status Change - Unit Status has changed to AD. 

AMR Unit Status Change - Unit Status has changed to AD. 

Unit B64 cleared from call 
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Detail Call For Service Report 


From CFS: 

To CFS: 
Layer: All 

CFS Number: 


Login ID: 1476 


Print Date/Time: 01/15/2015 14:29 


367 From Date: 01/15/2015 13:29 

367 To Date: 01/15/2015 13:29 

Areas: All 

367 Call Date/Time: 01/15/2015 13:29:16 


CFS Type: All 

Agency Type: 


Primary Incident: 2015-00000617 


Unit Log 


Log Date/Time 

Entered By 

Unit 

Status 

Action 

Description 

Location 

01/15/201513:30:41 

JONES, JENNIFER 

E67 

Dispatched 

Unit Status 
Change 


21ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:31:30 

JONES, JENNIFER 

E67 

Enroute 

Unit Status 
Change 



01/15/201513:33:50 

JONES, JENNIFER 

B64 

Dispatched 

Unit Status 
Change 


21ST ST/ 
NEViN AVE, 
Richmond 

01/15/201513:33:50 

JONES, JENNIFER 

B64 

Enroute 

Unit Status 
Change 


21 ST ST / 
NEViN AVE, 
Richmond 

01/15/201513:34:00 

JONES, JENNIFER 

B64 

Enroute 

Unit Location 

;KAISER 

; KAISER 

01/15/201513:35:11 

JONES, JENNIFER 

B64 

Enroute 

Unit Location 

;2400 NEViN 

;2400 
' NEViN 

01/15/2015 13:36:21 

JONES, JENNIFER 

E67 

On Scene 

Unit Status 
Change 



01/15/201513:40:34 

JONES, JENNIFER 

B64 

Available On Radio 

Unit Cleared 

Unit cleared from call 


01/15/201513:40:34 

JONES, JENNIFER 

B64 

Available On Radio 

Unit Status 
Change 



01/15/2015 13:51:25 

JONES, JENNIFER 

B64 

Dispatched 

Unit Status 
Change 


21 ST ST / 
NEViN AVE, 
Richmond 

01/15/2015 13:51:25 

JONES, JENNIFER 

B64 

On Scene 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201514:10:57 

JONES, JENNIFER 

B64 

Available On Radio 

Unit Status 
Change 



01/15/2015 14:10:57 

JONES, JENNIFER 

B64 , 

Available On Radio 

Unit Cleared 

Unit cleared from call 
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Detail Call For Service Report 


Login ID: 1476 Print Date/Time: 01/15/2015 14:32 


From CFS: 

To CFS: 

Layer: All 

366 

366 

From Date: 01/15/2015 13:29 

To Date: 01/15/2015 13:29 

Areas: All 

CFS Type: 
Agency Type: 

All 

CFS Number: 

366 

Call Date/Time: 01/15/2015 13:29:09 

Primary Incident: 

2015-00004532 


Location: 

21 ST ST / NEVIN AVE Richmond, CA - CALIFORNIA 94801 , Richmond 

Dispatch Time: 

01/15/2015 13:29:09 

Additnl Loc Info: 




Arrive Time: 

01/15/2015 13:29:09 

Common Name: 




Clear Date/Time: 


Phone: 


Nature Of Call: 


Created By: 

ROCHA, VICTOR 

Call Type: 

1194 

Report Required: 

No 

Canceled: 

No 

Status: 

In Progress 

Priority: 

3 

Source: 

Officer Initiated 

Police ORi: 

CA0071000 

EMS ORi: 


Fire ORI: 

CA07095 


Narrative, Questionnaire Responses, TDD Text 


Create Time 

Created By 

Narrative 

01/15/2015 13:30:3-1 

ROCHA, VICTOR 

SUSP 1045B GSW TO TORSOE 

01/15/201513:33:09 

ROCHA, VICTOR 

GUN SECURED 

01/15/2015 13:33:16 

ROCHA, VICTOR 

1045C- 

01/15/201513:33:30 

ROCHA, VICTOR 

SHOTS FIRED AT 1924 NEVIN AVE AT 13:28:44 01/15/2015: 2 ROUNDS;SHOTSPOTTER 
FLEX ID 109611. (37,93664046,-122.350647619) 

01/15/2015 13:35:08 

HILL, MARIANNE 

CHAPLIN REQUESTED 

01/15/2015 13:40:31 

ROCHA, VICTOR 

NO HELI EBRP 

01/15/201513:44:13 

ROCHA, VICTOR 

NO HELI CCSO 

01/15/201513:46:16 

HILL, MARIANNE 

15-20 MIN FOR CHP HELI 

Associated Areas 



Area Type Code 

Description 


Quadrant 

67 B 


Station 



Beat 

4 


District 



Police ORI 

CA0071000 


EMS ORI 



Fire ORI 

CA07095 


Incident Number(s) 




Incident Number ORI Number Primary Unit Department Name Agency Type 

2015-00004532 CA0071000 Yes RICHMOND POLICE DEPARTMENT Police 
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Detail 

Call For Service 

Report 



Login ID: 1476 

Print Date/Time: 

01/15/2015 14:32 

From CFS: 

366 

From Date: 

01/15/2015 13:29 

CFS Type: All 

To CFS: 

366 

To Date: 

01/15/201513:29 

Agency Type: 

Layer: All 


Areas: 

All 


CFS Number: 

366 

Call Date/Time: 01/15/2015 13:29:09 

Primary Incident: 2015-00004532 


Unit(s) 


Unit 

Primary Unit 

Radio Number 

Personnel 

CE20 

No 

CE20 

C108 MANN 

F40 

No 

DAF40 


A14 

No 

A14 

1230 TIRONA 

P48 

No 

P48 

1482 KAISER 

SR101 

No 

SR101 

394 WILLIAMS 

PA44 

No 

PA44 

1453 ZURITA-GARCIA 

E21 

No 

E21 

1434 WHITSON 

SR4 

No 

SR4 

1382 LEWIS 

SR3 

No 

SR3 

1603 STEWART 

SR2 

No 

SR2 

1270 THOMAS 

W114 

No 

W114 

1217 THREETS 

A105 

No 

A105 

1305 ROOD 




1560 OLIVER 

2L7 

No 

2L7 

1459 MARTIN 

2L6 

No 

2L6 

1415 CASTILLO 

2L5 

No 

2L5 

1398 GRAHAM 

2L4 

Yes 

2L4 

1439 REINA 

2L3 

No 

2L3 

1461 LOUCAS 

2A8 

No 

2A8 

1364 LLAMAS 




1357 ROGERS 

2L1 

No 

2L1 

1300 SANCHEZ 

K29 

No 

K29 

1445 PALMA 




175 RONIN 

S51 

No 

S51 

1296 GARD 

SR7 

No 

SR7 

1311 HERNANDEZ 

SR8 

No 

SR8 

1609 STRAUB 

CE21 

No 

CE21 

1429 MUNGUIA 

CE26 

No 

CE26 

1381 EWING 

CE28 

No 

CE28 

1468 ROGOWSKI 

SR9 

No 

SR9 

1591 BARBARA 

PA45 

No 

PA45 

1587 TISDELL 

PA46 

No 

PA46 

1094 MILLER 

PA47 

No 

PA47 

1599LEGAUX 

G41 

No 

G41 

1431 BAILEY 

B31 

No 

B31 

1151 PEIXOTO 
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Detail Call For Service Report 


From CFS: 

To CFS: 
Layer: All 

CFS Number: 


Login ID: 1476 


Print Date/Time: 01/15/2015 14:32 


366 

366 


366 


From Date: 01/15/2015 13:29 

To Date: 01/15/2015 13:29 

Areas: All 

Call Date/Time: 01/15/2015 13:29:09 


CFS Type: All 

Agency Type: 


Primary Incident: 2015-00004532 


Call Log 


Log Date/Time 

Entered By 

Action 

Description 

01/15/201513:41:47 

GRAHAM, 

DARRELL 

Unit Status Action 

Unit 2L5 On Scene 

01/15/201513:42:01 

ROCHA, VICTOR 

Unit Status Action 

Unit CE20 En route 

01/15/201513:42:01 

ROCHA, VICTOR 

Unit Status Action 

Unit CE28 En route 

01/15/201513:43:00 

ROCHA, VICTOR 

Unit Status Action 

Unit CE21 Enroute 

01/15/201513:43:00 

ROCHA, VICTOR 

Unit Status Action 

Unit CE26 Enroute 

01/15/2015 13:43:11 

ROCHA, VICTOR 

Unit Status Action 

PERIMETER 

01/15/2015 13:43:11 

ROCHA, VICTOR 

Unit Status Action 

PERIMETER 

01/15/2015 13:43:16 

ROCHA, VICTOR 

Unit Status Action 

Unit K29 Enroute 

01/15/2015 13:43:28 

HILL, MARIANNE 

Unit Status Action 

;20TH ST/MAG 

01/15/201513:43:41 

ROCHA, VICTOR 

Unit Status Action 

Unit A105 Enroute 

01/15/2015 13:43:41 

ROCHA, VICTOR 

Send Page Attempt 

Page sent on behalf of unit A105 

Depending on your settings, this page may have been sent to additional 
personnel or groups. 

(Note: This log does not guarantee that this page was received.) 

01/15/201513:43:56 

ROCHA, VICTOR 

Unit Status Action 

RPD 

01/15/201513:44:13 

ROCHA, VICTOR 

Narrative Added 

NO HELI CCSO 

01/15/201513:44:26. 

ROCHA, VICTOR 

Unit Status Action 

Unit W114 On Scene 

01/15/2015 13:44:35 

ROCHA, VICTOR 

Unit Status Action 

Unit SR2 On Scene 

01/15/201513:44:35 

ROCHA, VICTOR 

Unit Status Action 

Unit S51 On Scene 

01/15/201513:45:02 

HILL, MARIANNE 

Unit Status Action 

Unit PA47 On Scene 

01/15/201513:45:06 

HILL, MARIANNE 

Unit Status Action 

;19TH ST/NEVIN 

01/15/201513:45:53 

HILL, MARIANNE 

Unit Status Action 

Unit PA44 On Scene 

01/15/2015 13:46:16 

HILL, MARIANNE 

Narrative Added 

15-20 MIN FOR CHP HELI 

01/15/201513:46:34 

ROCHA, VICTOR 

Unit Status Action 

Unit G41 Enroute 

01/15/201513:47:14 

ROCHA, VICTOR 

Unit Status Action 

Unit PA46 Enroute 

01/15/201513:47:46 

ROCHA, VICTOR 

Unit Status Action 

Unit SR3 On Scene 

01/15/201513:48:30 

ROCHA, VICTOR 

Unit Status Action 

Unit CE28 On Scene 

01/15/2015 13:48:35 

ODOM, CHERYL 

Alerts Accessed 

Viewed All Alerts (Excluding Prior Incidents) 

01/15/2015 13:49:09 

NAIR, CHYSANDRA 

Unit Recommendation 

Recommended Static Unit(s): 2L4, 2L6, SR2,2L7, 2L1, S51,2A8, SRI01, 
2L5, 2L3, B31, SR7, W114, E21, A14, SR9, P48, SR3, PA44, CE20, CE28, 
CE21, CE26, K29, A105, PA47, G41, PA46. 

01/15/2015 13:49:20 

NAIR, CHYSANDRA 

Unit Recommendation 

Recommended Static Unit(s): 2L4, 2L6, SR2,2L7, 2L1, S51, 2A8, SRI 01, 
2L5, 2L3, B31, SR7, W114, E21, A14, SR9, P48, SR3, PA44, CE20, CE28, 
CE21, CE26, K29, A105, PA47, G41, PA46. 

01/15/2015 13:49:45 

HILL, MARIANNE 

Unit Status Action 

;21 ST/MAC 

01/15/201513:49:50 

HILL, MARIANNE 

Unit Status Action 

;20TH ST/MAC 

01/15/2015 13:51:14 

HILL, MARIANNE 

Unit Status Action 

: loi 9 

01/15/2015 13:51:16 

HUGEL, JOHN 

Unit Recommendation 

Recommended Static Unit(s): 2L4, 2L6, SR2, 2L7, 2L1, S51, 2A8, SR101, 
2L5, 2L3, B31, SR7, W114, E21, A14, SR9, P48, SR3, PA44, CE20, GE28, 
CE21, CE26, K29, A105, PA47, G41, PA46. 
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Detail Call For Service Report 


Login ID; 1476 Print Date/Time; 01/15/2015 14:32 


From CFS: 

To CFS: 

Layer: All 

366 

366 

From Date: 01/15/2015 13:29 

To Date: 01/15/2015 13:29 

Areas: All 

CFS Type: 

Agency Type: 

All 

CFS Number: 

366 

Call Date/Time: 01/15/2015 13:29:09 

Primary Incident: 

2015-00004532 


Call Log 


Log Date/Time 

Entered By 

Action 

Description 

01/15/2015 13:54:40 

HILL, MARIANNE 

Unit Status Action 

Unit F40 Enroute 

01/15/201513:54:44 

HILL, MARIANNE 

Unit Status Action 

Unit 2L6 Enroute 

01/15/201513:55:20 

HILL, MARIANNE 

Unit Status Action 

;1Q19 

01/15/201513:55:29 

ROCHA, VICTOR 

Unit Status Action 

Unit CE21 On Scene 

01/15/201513:55:42 

HILL, MARIANNE 

Unit Status Action 

Unit SR4 On Scene 

01/15/2015 13:57:38 

ROCHA, VICTOR 

Unit Status Action 

Unit E21 On Scene 

01/15/2015 13:57:41 

ROCHA, VICTOR 

Unit Status Action 

Unit E21 Enroute 

01/15/201513:57:58 

HILL, MARIANNE 

Unit Status Action 

Unit CE26 On Scene 

01/15/201513:59:10 


Unit Timer Expired 

Unit 2L4;On Scene 

01/15/2015 13:59:55 

THREETS, ARNOLD 

Unit Recommendation 

Recommended Static Unit(s): 2L4, 2L6, SR2, 2L7, 2L1, S51, 2A8, SRI 01, 
2L5, 2L3, B31, SR7, W114, E21, A14, SR9, P48, SR3, PA44, CE20, CE28, 
CE21, CE26, K29, A105, PA47, G41, PA46, F40, SR4. 

01/15/2015 14:00:26 

FREEMAN, NICOLE 

Alerts Accessed 

Viewed All Alerts (Excluding Prior Incidents) 

01/15/2015 14:01:27 


Unit Timer Expired 

Unit 2L7;On Scene 

01/15/2015 14:01:36 


Unit Timer Expired 

Unit 2L1;On Scene 

01/15/2015 14:01:38 

ROCHA, VICTOR 

Unit Status Action 

Unit G41 On Scene 

01/15/2015 14:01:59 

HILL, MARIANNE 

Unit Status Action 

; 21 ST/MAC 

01/15/201514:02:02 


Unit Timer Expired 

Unit 2A8;On Scene 

01/15/201514:02:25 

ROCHA, VICTOR 

Unit Status Action 

Unit PA45 On Scene 

01/15/2015 14:02:31 

ROCHA, VICTOR 

Unit Status Action 

Unit SR8 On Scene 

01/15/2015 14:02:37 


Unit Timer Expired 

Unit 2L3;On Scene 

01/15/201514:02:56 

HILL, MARIANNE 

Unit Status Action 

Unit 2L6 On Scene 

01/15/201514:03:03 

HILL, MARIANNE 

Unit Status Action 

|X 

01/15/201514:03:15 

HILL, MARIANNE 

Unit Status Action 

Unit F40 On Scene 

01/15/2015 14:03:42 

HILL, MARIANNE 

Case Created 

Added Case Number, ORI: CA0071000, Number: 2015-00000900 

01/15/2015 14:10:16 

HILL, MARIANNE 

Unit Status Action 

Unit SR8 cleared from call 

01/15/201514:11:47 


Unit Timer Expired 

Unit 2L5;On Scene 

01/15/201514:13:22 

ROCHA, VICTOR 

Unit Status Action 

Unit PA46 On Scene 

01/15/2015 14:13:32 

OIC1 

Unit Recommendation 

Recommended Static Unit(s): 2L4, 2L6, SR2, 2L7, 2L1, S51,2A8, SR101, 
2L5, 2L3, B31, SR7, W114, E21, A14, SR9, P48, SR3, PA44, CE20, CE28, 
CE21, CE26, K29, A105, PA47, G41, PA46, F40, SR4, PA45. 

01/15/201514:14:11 

OIC1 

Unit Recommendation 

Recommended Static Unit(s): 2L4, 2L6, SR2, 2L7, 2L1, S51, 2A8, SRI 01, 
2L5, 2L3, B31, SR7, W114, E21, A14, SR9, P48, SR3, PA44, CE20, CE28, 
CE21, CE26, K29, A105, PA47, G41, PA46, F40, SR4, PA45, 

01/15/2015 14:27:00 

ROCHA, VICTOR 

Unit Status Action 

Unit W114 cleared from call 

01/15/201514:27:46 

HILL, MARIANNE 

Unit Status Action 

Unit K29 cleared from call 

01/15/2015 14:29:27 

E114 

Unit Recommendation 

Recommended Static Unit(s): 2L4, 2L6, SR2, 2L7, 2L1, S51, 2A8, SR101, 


2L5, 2L3, B31, SR7, E21, A14, SR9, P48, SR3, PA44, CE20, CE28, CE21, 
CE26, A105, PA47, G41, PA46, F40, SR4, PA45. 
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Detail Call For Service Report 


Login ID: 1476 Print Date/Time: 01/15/2015 14:32 


From CFS: 

To CFS: 

Layer: All 

366 

366 

From Date: 01/15/201513:29 

To Date: 01/15/2015 13:29 

Areas: All 

CFS Type: 

Agency Type: 

All 

CFS Number: 

366 

Cali Date/Time: 01/15/2015 13:29:09 

Primary Incident: 

2015-00004532 


Call Log 

Log Date/Time Entered By Action Description 

01/15/2015 14:29:35 E114 Unit Recommendation Recommended Static Unit(s): 2L4, 2L6, SR2, 2L7, 2L1, S51, 2A8, SR101, 

2L5, 2L3, B31, SR7, E21, A14, SR9, P48, SR3, PA44, CE20, CE28, CE21, 
CE26, A105, PA47, G41, PA46, F40, SR4, PA45. 


Unit Log 


Log Date/Time 

Entered By 

Unit 

Status 

Action 

Description 

Location 

01/15/2015 13:29:09 

ROCHA, VICTOR 

2L4 

Dispatched 

Unit Status 
Change 


21STST/ 
NEVSN AVE, 
Richmond 

01/15/2015 13:29:09 

ROCHA, VICTOR 

2L4 

On Scene 

Unit Status 
Change 


21ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:31:12 

ROCHA, VICTOR 

2L6 

Dispatched 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:31:12 

ROCHA, VICTOR 

2L6 

On Scene 

Unit Status 
Change 


21 ST ST / 
NEVIN AVE, 
Richmond 

01/15/2015 13:31:20 

HILL, MARIANNE 

SR2 

Dispatched 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:31:20 

HILL, MARIANNE 

SR2 

Enroute 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:31:27 

ROCHA, VICTOR 

2L7 

Dispatched 

Unit Status 
Change 


21STST/ 
NEVIN AVE, 
Richmond 

01/15/201513:31:27 

ROCHA, VICTOR 

2L7 

On Scene 

Unit Status 
Change 


21 ST ST / 
NEVIN AVE, 
Richmond 

01/15/2015 13:31:36 

ROCHA, VICTOR 

2L1 

Dispatched 

Unit Status 
Change 


21 ST ST / 
NEVIN AVE, 
Richmond 

01/15/2015 13:31:36 

ROCHA VICTOR 

2L1 

On Scene 

Unit Status 
Change 


21STST/ 
NEVIN AVE, 
Richmond 

01/15/201513:31:47 

ROCHA, VICTOR 

S51 

Dispatched 

Unit Status 
Change 


21STST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:31:47 

ROCHA, VICTOR 

S51 

Enroute 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:31:55 

ROCHA, VICTOR 

2L6 

On Scene 

Unit Location 

20TH/NEV1N 

20TH/NEVIN 

01/15/2015 13:32:02 

ROCHA, VICTOR 

2A8 

Dispatched 

Unit Status 
Change 


21STST/ 
NEVIN AVE, 
Richmond 

01/15/201513:32:02 

ROCHA, VICTOR 

2A8 

On Scene 

Unit Status 
Change 


21 ST ST / 
NEVIN AVE, 
Richmond 

01/15/2015 13:32:09 

ROCHA, VICTOR 

SR101 

Dispatched 

Unit Status 
Change 


21STST/ 
NEVIN AVE, 
Richmond 
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Detail Call For Service Report 


From CFS: 

To CFS: 
Layer: All 

CFS Number: 


Login ID: 1476 


Print Date/Time: 01/15/2015 14:32 


366 

366 


366 


From Date: 01/15/2015 13:29 

To Date: 01/15/2015 13:29 

Areas: All 

Call Date/Time: 01/15/2015 13:29:09 


CFS Type: All 

Agency Type: 


Primary Incident: 2015-00004532 


Unit Log 


Log Date/Time 

Entered By 

Unit 

Status 

Action 

Description 

Location 

01/15/2015 13:32:09 

ROCHA, VICTOR 

SR101 

On Scene 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:32:26 

ROCHA, VICTOR 

2L5 

Dispatched 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:32:26 

ROCHA, VICTOR 

2L5 

Enroute 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:32:37 

ROCHA, VICTOR 

2L3 

Dispatched 

Unit Status 
Change 


21ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:32:37 

ROCHA, VICTOR 

2L3 

On Scene 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:32:48 

ROCHA, VICTOR 

B31 

Dispatched 

Unit Status 
Change 


21STST/ 
NEVIN AVE, 
Richmond 

01/15/201513:32:48 

ROCHA, VICTOR 

B31 

Enroute 

Unit Status 
Change 


21 ST ST/ 
NEViN AVE, 
Richmond 

01/15/2015 13:33:01 

ROCHA, VICTOR 

2L1 

On Scene 

Unit Location 

22ND/NEVIN 

22ND/NEVI 

N 

01/15/2015 13:35:36 

ROCHA, VICTOR 

SR7 

Dispatched 

Unit Status 
Change 


20TH/BARR 

ETT 

01/15/2015 13:35:36 

ROCHA, VICTOR 

SR7 

On Scene 

Unit Status 
Change 


20TH/BARR 

ETT 

01/15/2015 13:36:43 

HILL, MARIANNE 

W114 

Dispatched 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:36:43 

HILL, MARIANNE 

W114 

Enroute 

Unit Status 
Change 


21ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:37:33 

ROCHA, VICTOR 

E21 

Dispatched 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:37:33 

ROCHA, VICTOR 

E21 

Enroute 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:37:33 

ROCHA, VICTOR 

A14 

Dispatched 

Unit Status 
Change 


21ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:37:33 

ROCHA, VICTOR 

A14 

Enroute 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:37:51 

HILL, MARIANNE 

SR9 

Dispatched 

Unit Status 
Change 


21ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:37:51 

HILL, MARIANNE 

SR9 

Enroute 

Unit Status 
Change 


21 ST ST / 
NEVIN AVE, 
Richmond 
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Detail Call For Service Report 


Login ID: 1476 Print Date/Time: 01/15/2015 14:32 


From CFS: 

To CFS: 

Layer: All 

366 From Date: 

366 To Date: 

Areas: 

01/15/2015 13:29 
01/15/2015 13:29 

All 


CFS Type: All 

Agency Type: 


CFS Number: 

366 Call Date/Time: 

01/15/2015 13:29:09 

Primary Incident: 2015-00004532 

Unit Log 

Log Date/Time 

Entered By 

Unit 

Status 

Action 

Description 

Location 

01/15/201513:38:11 

HILL, MARIANNE 

SR9 

En route 

Unit Location 

;19TH ST/NEVIN 

;19TH 

ST/NEVIN 

01/15/201513:38:14 

HILL, MARIANNE 

SR9 

On Scene 

Unit Status 
Change 



01/15/2015 13:39:18 

ROCHA, VICTOR 

P48 

Dispatched 

Unit Status 
Change 


21 ST ST / 
NEVIN AVE, 
Richmond 

01/15/2015 13:39:18 

ROCHA, VICTOR 

P48 

Enroute 

Unit Status 
Change 


21 ST ST / 
NEVIN AVE, 
Richmond 

01/15/2015 13:40:14 

ROCHA, VICTOR 

SR3 

Dispatched 

Unit Status 
Change 


RPD 

01/15/2015 13:40:14 

ROCHA, VICTOR 

SR3 

Enroute 

Unit Status 
Change 


RPD 

01/15/2015 13:40:47 

ROCHA, VICTOR 

PA44 

Dispatched 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:40:47 

ROCHA, VICTOR 

PA44 

Enroute 

Unit Status 
Change 


21ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:41:47 

GRAHAM, 

DARRELL 

2L5 

On Scene 

Unit Status 
Change 



01/15/2015 13:42:01 

ROCHA, VICTOR 

CE20 

Dispatched 

Unit Status 
Change 


PERIMETE 

R 

01/15/2015 13:42:01 

ROCHA, VICTOR 

CE20 

Enroute 

Unit Status 
Change 


PERIMETE 

R 

01/15/2015 13:42:01 

ROCHA, VICTOR 

CE28 

Dispatched 

Unit Status 
Change 


PERIMETE 

R 

01/15/2015 13:42:01 

ROCHA, VICTOR 

CE28 

Enroute 

Unit Status 
Change 


PERIMETE 

R 

01/15/2015 13:43:00 

ROCHA, VICTOR 

CE21 

Dispatched 

Unit Status 
Change 


21ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:43:00 

ROCHA, VICTOR 

CE21 

Enroute 

Unit Status 
Change 


21 ST ST / 
NEVIN AVE, 
Richmond 

01/15/201513:43:00 

ROCHA, VICTOR 

CE26 

Dispatched 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:43:00 

ROCHA, VICTOR 

CE26 

Enroute 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:43:11 

ROCHA, VICTOR 

CE26 

Enroute 

Unit Location 

PERIMETER 

PERIMETE 

R 

01/15/2015 13:43:11 

ROCHA, VICTOR 

CE21 

Enroute 

Unit Location 

PERIMETER 

PERIMETE 

R 

01/15/2015 13:43:16 

ROCHA, VICTOR 

K29 

Dispatched 

Unit Status 


21 ST ST / 


Change NEVIN AVE, 

Richmond 
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Detail Call For Service Report 


Login ID: 1476 Print Date/Time: 01/15/2015 14:32 


From CFS: 

To CFS: 

Layer: All 

366 From Date: 

366 To Date: 

Areas: 

01/15/2015 13:29 
01/15/2015 13:29 

All 


CFS Type: All 

Agency Type: 


CFS Number: 

366 Call Date/Time: 

01/15/201513:29:09 

Primary Incident: 2015-00004532 

Unit Log 

Log Date/Time 

Entered By 

Unit 

Status 

Action 

Description 

Location 

01/15/2015 13:43:16 

ROCHA, VICTOR 

K29 

Enroute 

Unit Status 
Change 


21 ST ST / 
NEVIN AVE, 
Richmond 

01/15/201513:43:28 

HILL, MARIANNE 

PA44 

Enroute 

Unit Location 

;20TH ST/MAC 

;20TH 

ST/MAC 

01/15/201513:43:41 

ROCHA, VICTOR 

A105 

Dispatched 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:43:41 

ROCHA, VICTOR 

A105 

Enroute 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:43:56 

ROCHA, VICTOR 

2L3 

On Scene 

Unit Location 

RPD 

RPD 

01/15/2015 13:44:26 

ROCHA, VICTOR 

W114 

On Scene 

Unit Status 
Change 



01/15/2015 13:44:35 

ROCHA, VICTOR 

S51 

On Scene 

Unit Status 
Change 



01/15/201513:44:35 

ROCHA, VICTOR 

SR2 

On Scene 

Unit Status 
Change 



01/15/2015 13:45:02 

HILL, MARIANNE 

PA47 

Dispatched 

Unit Status 
Change 


21STST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:45:02 

HILL, MARIANNE 

PA47 

On Scene 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:45:06 

HILL, MARIANNE 

PA47 

On Scene 

UnlfLocation 

;19TH ST/NEVIN 

;19TH 

ST/NEVIN 

01/15/2015 13:45:53 

HILL, MARIANNE 

PA44 

On Scene 

Unit Status 
Change 



01/15/2015 13:46:34 

ROCHA, VICTOR 

G41 

Dispatched 

Unit Status 
Change 


HIGHLAND 

01/15/2015 13:46:34 

ROCHA, VICTOR 

G41 

Enroute 

Unit Status 
Change 

< 

HIGHLAND 

01/15/2015 13:47:14 

ROCHA, VICTOR 

PA46 

Dispatched 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:47:14 

ROCHA, VICTOR 

PA46 

Enroute 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:47:46 

ROCHA, VICTOR 

SR3 

On Scene 

Unit Status 
Change 



01/15/2015 13:48:30 

ROCHA, VICTOR 

CE28 

On Scene 

Unit Status 
Change 


21ST/BARR 

ETT 

01/15/2015 13:49:45 

HILL, MARIANNE 

PA44 

On Scene 

Unit Location 

;21 ST/MAC 

;21 ST/MAC 

01/15/2015 13:49:50 

HILL, MARIANNE 

PA46 

Enroute 

Unit Location 

;20TH ST/MAC 

;20TH 

ST/MAC 

01/15/201513:51:14 

HILL, MARIANNE 

B31 

Enroute 

Unit Location 

;1019 

;1019 

01/15/201513:54:40 

HILL, MARIANNE 

F40 

Dispatched 

Unit Status 
Change 


21 ST ST/ 
NEVIN AVE, 


Richmond 
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Detail Call For Service Report 


From CFS: 

To CFS: 
Layer: All 

CFS Number: 


Login ID: 1476 


Print Date/Time: 01/15/2015 14:32 


366 From Date: 01/15/2015 13:29 

366 To Date: 01/15/2015 13:29 

Areas: All 

366 Cali Date/Time: 01/15/2015 13:29:09 


CFS Type: All 

Agency Type: 


Primary Incident: 2015-00004532 


Unit Log 


Log Date/Time 

Entered By 

Unit 

Status 

Action Description 

Location 

01/15/2015 13:54:40 

HILL, MARIANNE 

F40 

Enroute 

Unit Status 

Change 

21ST ST/ 
NEVIN AVE, 
Richmond 

01/15/201513:54:44 

HILL, MARIANNE 

2L6 

Enroute 

Unit Status 

Change 

1019 

01/15/2015 13:55:20 

HILL, MARIANNE 

F40 

Enroute 

Unit Location ;1019 

;1019 

01/15/201513:55:29 

ROCHA, VICTOR 

CE21 

On Scene 

Unit Status 

Change 

22ND/NEVI 

N 

01/15/2015 13:55:42 

HILL, MARIANNE 

SR4 

Dispatched 

Unit Status 

Change 

21STST/ 
NEVIN AVE, 
Richmond 

01/15/2015 13:55:42 

HILL, MARIANNE 

SR4 

On Scene 

Unit Status 

Change 

21 ST ST / 
NEVIN AVE, 
Richmond 

01/15/2015 13:57:38 

ROCHA, VICTOR 

E21 

On Scene 

Unit Status 

Change 


01/15/201513:57:41 

ROCHA, VICTOR 

E21 

Enroute 

Unit Slatus 

Change 

RPD 

01/15/2015 13:57:58 

HILL, MARIANNE 

CE26 

On Scene 

Unit Status 

Change 


01/15/2015 13:59:10 

defaultjiws - 
defaultjiws 

2L4 

On Scene 

Unit Timer Expired 

21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 14:01:27 

default_nws - 
defaultjiws 

2L7 

On Scene 

Unit Timer Expired 

21STST/ 
NEVIN AVE, 
Richmond 

01/15/201514:01:36 

defaultjiws - 
defaultjiws 

2L1 

On Scene 

Unit Timer Expired 

22ND/NEVI 

N 

01/15/2015 14:01:38 

ROCHA, VICTOR 

G41 

On Scene 

Unit Status 

Change 


01/15/201514:01:59 

HILL, MARIANNE 

SR101 

On Scene 

Unit Location ;21 ST/MAC 

;21 ST/MAC 

01/15/2015 14:02:02 

defaultjiws - 
defaultjiws 

2A8 . 

On Scene 

Unit Timer Expired 

21 ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 14:02:25 

ROCHA, VICTOR 

PA45 

Dispatched 

Unit Status 

Change 

20TH/BARR 

ETT 

01/15/201514:02:25 

ROCHA, VICTOR 

PA45 

On Scene 

Unit Status 

Change 

20TH/BARR 

ETT 

01/15/2015 14:02:31 

ROCHA, VICTOR 

SR8 

Dispatched 

Unit Status 

Change 

21STST/ 
NEVIN AVE, 
Richmond 

01/15/201514:02:31 

ROCHA, VICTOR 

SR8 

On Scene 

Unit Status 

Change 

21ST ST/ 
NEVIN AVE, 
Richmond 

01/15/2015 14:02:37 

default_nws - 
default_nws 

2L3 

On Scene 

Unit Timer Expired 

RPD 

01/15/2015 14:02:56 

HILL, MARIANNE 

2L6 

On Scene 

Unit Status 

Change 


01/15/2015 14:03:03 

HILL, MARIANNE 

2L6 

On Scene 

Unit Location ;X 

;x 
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Detail Call For Service Report 


From CFS: 

To CFS: 
Layer: All 
CFS Number: 


Login ID: 1476 


Print Date/Time: 01/15/2015 14:32 


366 From Date: 01/15/201513:29 

366 To Date: 01/15/201513:29 

Areas: All 

366 Call Date/Time: 01/15/2015 13:29:09 


CFS Type: All 

Agency Type: 


Primary Incident: 2015-00004532 


Unit Log 


Log Date/Time 

Entered By 

Unit 

Status 

01/15/2015 14:03:15 

HILL, MARIANNE 

F40 

On Scene 

01/15/2015 14:10:16 

HILL, MARIANNE 

SR8 

In Service 

01/15/2015 14:10:16 

HILL, MARIANNE 

SR8 

In Service 

01/15/2015 14:11:47 

default_nws - 
default_nws 

2L5 

On Scene 

01/15/2015 14:13:22 

ROCHA, VICTOR 

PA46 

On Scene 

01/15/2015 14:27:00 

ROCHA, VICTOR 

W114 

In Service 

01/15/2015 14:27:00 

ROCHA, VICTOR 

W114 

In Service 

01/15/2015 14:27:46 

HILL, MARIANNE 

K29 

In Service 

01/15/2015 14:27:46 

HILL, MARIANNE 

K29 

In Service 


Action 

Description 

Location 

Unit Status 

Change 


X 

Unit Cleared 

Unit cleared from call 


Unit Status 

Change 



Unit Timer Expired 


21 ST ST/ 
NEVIN AVE, 
Richmond 


Unit Status 

Change 

Unit Cleared 

Unit cleared from call 


Unit Status 

Change 

Unit Cleared 

Unit cleared from call 


Unit Status 

Change 
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